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Pegasus 

by 

Computer Research Laboratory 

10 MHz 68010 CPU 
Virtual Memory Management 
One megabyte of real memory 

expandable to two megabytes 
no wait state, 400nS 
Up to 256,000 bytes of ROM storage 

1024 by 1024 display bitmap 
640 by 480 landscape mode monochrome display 
with smooth pan over the bitmap 

Uses Unicorn cabinet, power supply, 
and keyboard 

Small Computer Standard Interface (SCSI) 
mass storage Interface 
Tektronix 4926 opt 25 

10 megabyte Winchester disk 
plus two 500,000 byte floppy disks 

Mouse 

Interval Timer, Clock Calendar, 

Hardcopy interface, RS-232c port, 

50 bytes non-volatile RAM memory. 

Three voice four octave sound generator 


Pegasus 

by 

Computer Research Laboratory 

Artificial Intelligence Programming Environment 


Sma I I ta I k-80 

Object-oriented programming language 
Multi-window display environment 
Rapid prototyping 


Pro I og 

Logic programming language 
Rule based systems 
Constraint satisfaction problems 


Lisp 

Functional programming language 
’’Assembly Language” of A.I. 
Large existing applications base 




This information is confidential and no further disclosure 
thereof can be made to other than Tektronix personnel 
without written authorization from the authors. 
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